To:  Cooper,  WilliamfCooper. William@epa.gov] 

From:  Davis,  Tim 

Sent:  Thur  8/6/2015  10:25:50  PM 

Subject:  RE:  Animas  River  fouled  by  1 million  gallons  of  contaminated  mine  water 


Oops — I cannot  stand  “1M”  - I’ll  probably  change  that  to  “one  million.” 


From:  Cooper,  William 

Sent:  Thursday,  August  06,  2015  4:09  PM 

To:  Davis,  Tim 

Subject:  Animas  River  fouled  by  1 million  gallons  of  contaminated  mine  water 


http://www.denverpost.com/environment/ci  28595759/animas-river-contaminated-bv-1- 
million-qallons-contaminated?source=infinite 
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